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P L E A S E P O S T 


NORMA  SPRINGFORD MEMORIAL SERVICE 


MONTREAL / September 5, 1989 --- A memorial service will be 
held on THURSDAY, September 7, 1989, at 12:30 p.m. in the D. B. 
Clarke Theatre for Norma Springford, 73, the founder of Concordia's 
Theatre Department and one of the pioneers of Canadian theatre. 
Norma died in Montréal on August 30, 1989, after a lengthy illness. 

Often described as the "godmother" of Montréal theatre, Norma 
served, among other things, as producer and artistic director of 
the Mountain Playhouse (the birthplace of professional anglophone 
theatre in this city); as director of the Canadian Art Theatre; as 
director of the McGill University Players' Club; and as manager of 
the Open Air Playhouse. 

She began teaching at Sir George Williams University in 1958. 
Besides founding the Theatre Department, Norma was the driving 
force behind the creation of the D.B. Clarke Theatre. She retired 
as Concordia's theatre manager after a stroke in 1983. The 
University awarded her an honorary doctorate the following year in 
recognition of her long stage and teaching career. 

All of Norma's friends, colleagues, former students and 


admirers are welcome to attend Thursday's memorial. 
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